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CONFIDENTIAL STATE 235474 

EXCON 

EO 11652: XGDS-1 

TAGS: ESTC, COCOM, US, HU 

SUBJ: US OSCILLOSCOPES AND ACCESSORIES TO HUNGARY - 
IL 1584 

REF: A. OECD PARIS 30432 
B. COCOM DOC(73)2 172 

IN ANSWER TO FRENCH QUERY, THE TYPE 7A1 1 SINGLE TRACE 
AMPLIFIER PROVIDES 100 MHZ SYSTEM BANDWIDTH WITH 7623 
OSCILLOSCOPE. USG BELIEVES THIS UNIT IS APPROPRIATE 
SINCE SET INPUT FACILITATES TROUBLESHOOTING ON LOW 
IMPEDANCE CIRCUIT. NOTE ALSO THAT IF 100 MHZ CAPABILITY 
AND 5 MV/DIVISION SENSITIVITY IS WANTED, THE CHOICE IS 
BETWEEN PLUG-INS WITH 250 OR 225 MHZ RATING. RUSH 
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